ENVIRONMENTAL HEALTH 


The Journal 
of 
The Institution of Environmental Health Officers 


INDEX TO VOLUME 90 
1982 


PAPERS 


Carbon Monoxide in Car Parks — A Study of CO Levels in 
Five Multi-Storeys. C.P. Peace 

Case for Sausages — The. Report on the Effect of the Bac- 
terial Load of Sausage Casings on the Total Bacterial Load 
of Finished Sausages. Philip Mepham. ............... 

Chinese Sausage — Production of in U.K. — A Disturbing 
Ce a er ee 

Control of Pollution By the Environmental Health Authorities 
— An Empirical Study of Regulatory Behaviour. Graham 
Bennett. 

Cost Effective Inspection and Reports. R.A.E. North .... 

Cost of Environmental Health Services in England/Wales. 
PEE WEIS inca c nace t ecw sce dus ectacwese 


Environmental Impact Analysis — A Review of Its 
Hevelopmoent. DW. Parco. .......cccccccccscccveses 

Environmental Impact Assessment — A Unified Approach 
F.E. Rae, Miss J.M. McNair 

Environment Parasitology — Particular reference to Beer 
Tapeworm. R.R. Owen, M.Sc., Ph.D., W. Crewe, M.Sc., 
MN cia c soe enced naa Ne Bald wie haw rinse taneucwun tae 

Epidemiology and Control of Streptococcal Sepsis in Meat 
Handlers. — Public Health Laboratory Service Working 
Group. C.A. Morris, H.W.K. Fell, J.M. Boissard, M.J.S. 
Coe, G. Colman, C.A.M. Fraser, G.L. Gibson, R.J. Gilbert, 
W.L. Hooper, D.M. Jones, R.T. Mayon-White, J.V.S. 
Pether, M.E.M. Thomas, A.A. Wieneke, A.E. Wright. ... 


Flourides — Pollution of the Environment by. Jonathon M. 
Horner M.Sc. 

Foodborne Gastroenteritis of Unknown Aetiology. Hazel 
Appleton, B.Sc., Ph.D., R.J. Gilbert, Ph.D., MRCPATH, 
GIR. Palmer, MiB... MPO, ois c cecsevesiccccevesccce 

Food Poisoning in England During 1980 — Is the Abnormal 
Now the Norm? [.B. Sheard. ... 2... cccccccsscccceses 

Health For All by The Year 2000. G. Ward 

nyt Gee Safety at Public Entertainment Premises. 
V.J 

Hea 
Enforcement Action, A Point of View. D.R. 

M.Sc., M.Ed., B.Sc., (Hons) 

Home Accidents — Prevention of — Encouraging the Young. 
S.R. Moore B.Sc., (Hons.) ......ccsecccccccveccccsens 

Home Insulation Scheme — An Appraisal. M. Phillips ... 

Housing Associations and Local Authorities — The Essential 
Partnership. Richard Best. ..........0sceeeeeeeeeeeees 


Inner City Dereliction — Barratt Fights. Barratt Developers 
PLC 


Inter-Professional Health Liaison in Scotland. P.W. Collier, 
J.C.M. Sharp, W.]J. Reilly 

Irradiation of Food. Part 1 

Irradiation of Food. Part 2 
P.S. Elias, MD. MFCM. MRCS. LRCP. B.Sc. C. Chem. ... 


Lead in Paint — A Major Playground Hazard. P.A. Cooney, 
Ps Peo ciccewesecicngwisvunedidateriesies 


Milk Bottle Inspection — Man or Machine. Dave Carter 


Mortality Study of Pest Officers — Some Results. 
SEs WN OS av accotecdiadensiccdocatesasans 


Natural Gas. Charles Hibberd B.Sc. ...............00005 


Order Picking Trucks — The Use of in Narrow Aisle 
Warehouses. D.W. Purchon, G.J. Bromley. ........... 


Pheromone Traps and B.O.C. Pestigas — The Practical Use 
for the Monitoring and Control of Specific Flying Insects. 
PO IN eo oc ce rucaccccnddediseatucscenesesveses 

Problems of Retail Technologists — D. Burchett. ........ 

Prosecution Versus Persuasion. J.T. Thompson. ......... 

Pyrethroids — A Guide Sheet to. P.R. Chadwick. ........ 


Rehabilitation o° Our Older Housing Stock — An Addi- 
tional Approach. Tony Babbage. ..................00. 
Rural Housing — Substandard. A Forgotten Course. 
Rss MINIS: 6. dc sac Ka cadcecanecescdeqccket sdeancheess 


Safety in the Solarium — Dr. K.W. Bowker and P. Culshaw 


Savory Biscuits — Infestation of by the Booklouse Liposcelis 
Bostrychophilus (Psocoptera). John Newton. .......... 

Skin Infection — Survey of in Meat Workers in the Oxford 
Region. R.T. Mayon-White, E.M. Perks. 

Two Pollution Control Problems in Scotland — Distilleries/ 
Oil. Douglas Miller. ...........ceeeeeeeees saabawied 

War Footing — On a. The Transition from Peace to War and 
Beyond. J.D. McDonald. ..........ccceeeeeeeeeeeeees 





17,50, 51, 77, 107, 108, 109, 134, 160, 161, 190, 210, 246, 
247, 274, 288, 293, 300, 301, 335. 


Personal 23, 110, 137, 138, 164, 192, 216, 277, 304, 355 


Questions in Parliament 21, 74, 98, 105, 162, 191, 240, 241, 244, 
275, 276 


Obituary: 
Clarence Ainsworth 110 
Alfred Blackhurst 304 
Joseph Brown 304 
Mike Enris 165 
Basil Garrod 305 
Geraldine Gourley 165 
John Graham, OBE 26 
Thomas Henry 54 
Arthur James 
Cecil Kortegas 
Herbert Lowbridge 
Bernard Matthews 
Kenneth McIntyre 
Dilwyn Nicholson 
Eric Owen 
Ted Palmer 
Reg Pendlebury 110 
Harry Priestly MBE 165 
Ewen Robson 277 
Martin Thomas 110 
Ronald Wilcock 304 


Housing Month by Month. Diogenes .... 18, 49, 75, 99, 132, 156, 182, 
206, 240, 268, 296, 326. 
Grants — Package Deals for Disabled 
Home Improvements — Office of Fair Trading. ......... 
Homes in Multiple Occupation 
Housing Act 1980 — Section 149 
Improvement Grants 
Investment in the Construction Industry 
Notices — Regulations 
Public —_ iture 
Reasonable Expense 
Pollution Topics, Phoenix. ... 19, 72,73, 103, 104, 157, 186, 187, 209, 
210, 249, 270, 271, 324, 325 
Accountability — Public Bodies 
Acidification of the Environment 
Airport Pollution 
Arsenic 
Arsenic in Food — Survey of 
Cadmium 
Chimney Heights — Memorandum on 
Chlorofluorcarbons : 
Clinical Waste Disposal 
Contaminated Land 
DOE — Noise Control 
Dieldrin Residues in Food — Survey of 
Dust in the London Underground 
Environmental Impact Analysis 
Environment Past, Future, Management, Charter. ..... 
European Documentation 
ED SR A ER a 
Glass Sampling Bottles 
Hydrogen Sulphide 
Industrial Air Pollution 
Information — Freedom of 
Lead in the Environment 
Lead in Petrol 
Manual Handling — Chemicals — Accidents 
Manganese 
National Radiological Protection Board 
Nitrogen Oxide Emission 
Nuclear Energy Agency — O.E.C.D. .............. 19, 
——— Exposure to Heavy Metal 
Petrol Storage Rules — New 
Planning Charges 
Planning Control — Property Advisory Group 
Policy for Roads 
Pollution — Roadside 
Pollution Sources — Assessment of 
Radiation 
Royal Commission 
Sewage Sludge to Land 
Straw and Stubble Burning 
World Conservation Strategy — Report 


FEATURES 


Food Epidemiology 100, 155, 185, 244, 291 
Centre Temperatures of Cooked Beef and Roast Beef .... 185 
Liquid Egg 


Salmonella Food Poisoning and Contaminated Chocolate ... 
Scombrotoxin and Canned Fish 
Shutting the Door Against Salmonellosis 


Health and Safety Topics. Achilles 
Accident on an Escalator 
Asbestos — Standards 
Asbestos — Warm Air Heating Systems 
Asphyxiation Risks 


Chain Saws 

Fork Lift Trucks 

Lifting Equipment Accidents 

LPG Automotive Fuel — Self Service 
Magistrates — A Service to the Community 
Miscellaneous Provisions Act — New 
Mobile Platforms 

Occupational Hygiene Monographs 
Pentachlorophen.il 

Post Office and British Telecommunications 
Pre-Employment Health Screening 
Sheeting Lorry Load 

Statutory Sick Pay 

Supermarket Trolley Collection 


LAAIC circulars 


Centres and Branches of the Institution: Activities 
Commercial and Industrial Group — At Congress 

Eastern Centre. Norfolk Show 

Hants and Isle of Wight Branch — Accommodation Fund ... 
Herts and Beds Branch — Radio Spot 

Institution/NCB. Seminar. Coal — Fuel of Future 

Kent Branch. Advances and Trends in Food Technology 
Norfolk Branch. AGM. 

Northampton Branch. Housing Renovations 

North and South Wales Centres. Weekend School 

North East London Branch. Seminar — Planning 

South Humberside Branch. Area Improvement Seminar .... 213, 333 


South Western/Western Centres. Seminar — 
Drinking Water 
Yorkshire and Humberside Centre — Food Seminar 
Yorkshire and Humberside Centre — Health and Safety ... 
Yorkshire and Humberside Centre — Weekend Study 
Courses 


Law Reports. F-B. Wright. .............0.6.000- 101, 189, 298, 299 

Employers Health and Safety Policy Statements 

(Exception Regulations) 1975, Osborne v Bill Taylor of 

eel icis aie asada te ate ede Cars Wai mend 101 
Food and Drugs Act 1955. Goldup v John Manson Ltd. ... 18S 
Food and Drugs Act 1955. Lawrence v Burleigh 189 
Food Hygiene (General) Regulations 1970, George v 

Kumar (Kristnan) 101 
Health and Safety at Work etc. Act 1974 Sec. 2(3) Datsun 

Teeside Ltd. v Stockton on Tees B.C. ...........000e 
Industrial Law Reports. Lord v Walton 
Public Health Act 1936, Exeter City Council v Exeter 

Shilhay Community 


Civil Defence 

Death in the Pot 

E.H.O.’s in Europe 

Food & Drugs (Amendment) Act 1982 
Housing — A National Asset 
Information on Pollution 
Lead in the Environment 
Local Government's Image 
Meat Staining 

Not Just Lead in Petrol 

Pests 


Return to Staining — A 
Smooth Landing of New Food Bill 


The Institution of Environmental Health Officers 
Annual Congress, 1982 
Presidential Address 
Programme 
Report 
Educational Awards 
Peter Crowfoot 


General Council 





Accident on an Escalator 

Accidents — Oxford 
Acrylonitrile/Methacrylonitrile — Survey 
Airfreshners 

ANIS — XIX Annual Congress 

Arsenic in Food 


Bacteriological Quality of Cask Conditioned Beer — 
Report of Survey 

Ban — Imports of Meat and Meat Products from Spain 

Binaural Screening Audiometer 


Canvey Island 

Car Parks — Pollution 

Chemical Cancer Hazard — Information Service 

Commercial and Industrial Group 

Community Response to Railway Noise. Report of a 
Warwickshire Environmental Protection Working Party 

Control of Exposure to PVC Dust-Guidance Notes 

Controlling Exposure to Coke Ovens, Fumes and Smoke 
— Guidance Notes 

Central Inspection and Surveillance of Landfill Waste 
Disposal Sites 


Danger at Work Film — 

Institute of Occupational Health B’ham. Univ. 
Development of Food Law 
De-humidifier 


ECETOC: Technical Reports on Formaldehyde 

Energy — Savings in Kitchens 

Environmental Health Staffing and Recruitment 
Questionnaire 

Ethnic Minorities 


Fly Pest Controller 
Food and Drugs (Amendment) Bill Debate 
29th January 1982 


Grinding of Metals etc. (Metrication) Regulations 1981 
(SI 1981 No. 1486) 


Human Louse Control/Management 


Importers — Responsibilities to Machinery Plant 
and Substances in G.B. 

Incontinence Waste Disposal Service 

Ionisers — Gatwick Control Centre 


Land Contamination 
Launderette Standards 
L.A.Adopt Plastic Windows — 


Mincemeat Survey 
Noise — Code of Practice 
Odour Control Service 


Pesticide Residues 

Plastic Petro] Containers 

PH Meter 

Pre-employment Health Screening 

Problem — Redevelopment Gas Works and Similar Sites .... 

Prohibition — Stilbenes and Thyrostatic Substances 

Public Houses — Use of Economiser Devices 

Public Works and Municipal Services Congress and 
Exhibition Council 


Radio Frequency and Microwaves 
Rodentacides 

RSPCA — Wild Cat Action 
Ronald Williams Award 


Safe Poultry Handling 

Shelter — Build Homes Build Hopes 

Static Electricity — Avoiding Fires and Explosions 
Straw Burning — Video Film 

Survey of Agricultural Odour — IEHO 

Transport Accidents 


Unfit Meat — A Detective Story from Yorkshire 


Viral Hepatitis 


Washroom Dryers 

WHO Group — Applicants of Sewage Sludge to Land ... 
Wire Mill Noise 

Workplace Health and Safety 

Work of the Infectious Disease Section 


242 


81 
30 
306 


218 
222 
269 
191 
189 

77 


5 


78 
327 
136 


AUTHORS OF PAPERS 


Blake, P. See UIE a on Seip Xse'cceaseacnnnedaauaes 
Bowker, K. w., Culshaw, P. 

Bowman, D.R. 

I Gack; PUREE, BIW. oo ce ciceccnnscecenauccsecns 13, 
Burchett, D. 

Carter, D. 

Chadwick, P.R. 

Collier, P.W., Sharp, J.C.M., Reilly, W.J. ............... 
Crelling, L 

Crewe, W., Owen, R.R. 

Davey, J. 

MEI os ids doc neenndéee ta cnrodaebnowvmeuccdnuee 232, 
Hibberd, C. 

Horner, J.M. 

Mayon-White, R.T., Perks, E.M. 

McDonald, J.D. 

McNair, J.M., Rae, F.E. 

Mepham, P 

Miller, D 

MUM ic dein sed guaretnnekdandrcandénauedaaswaie i 
Morris, C.A., Fell, H.W., Boissard, J.M., Coe, M.J.S., 
Colman, G., Fraser, C.A.M., Gibson, G.L., Gilbert, R.J., 
Hooper, W. oe Jones, D.M., Pether, J.V.S., Thomas, M.E., 
Wieneke, A.A., Wright, spel hl 
IE en dod dg dale ea ddatletsdscudis cued deeagaat puna 
North, R.A.E. 

Peace, C.P. 


EE icc cavadadcinhd« sided vanantacoeaewhdeenmia 
Sheard, R.K. 

Thomas, H.F. 

Thompson, J.T. 





